SHORT: 


~CIRCUIT 


CURRENT ADJ 


KEPCO 
ABC 


POWER SUPPLIES 


® voltage and current regulation 
® 10-turn voltage control 
© operationally programmable 
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SPECIFICATION 


0-100" Eo 

<0.05% 
NIE ‘ 
<0.05% or1 


| OUTPUT RANGE 
REGULATION, LINE 


or1 


REGULATION, LOAD 


VOLTAGE MODE 


Mode! ABC 100—0.2M 


OUTPUT IMPEDANCE 
Ohms + Microhenries 


|RIPPLE 
(MAX.) 
RMS 
mV 


DC OUTPUT 
RANGE 


VOLTS AMPS 
lo-1 | 0.25 
fo-75 10-2 0.25 
[0-10 |o-0.75| 0.25 
lo-15 [0-1 | 0.25 
fo-18 (0-05 | 0.25 
“ABC 30-0.3M |0-30 |0-0.3 | 0.25 
“ABC 40-05M [0-40 [0-05 | 0.25 
ABC 100--0.2M (0-100 00.2 | 0.25 


MODEL | DC to £00 cps 


|100 cps) to Ike 
0.001 | 0.01 /0.1 + 05 
0.002 0.01 | 0.05 + 0.5 
(007/002 01 +1 | 
[0,008 | 0.01 | 0.05 + 05 
(0.02 | 0.02/01 +1 
(0.05 | 0.02/01 +1 
[0.04 0.02 | 0.05 + 05 
(0.25 005/005: 1 | 


ke to 
100 ke +h 


ABC2-IM 0-2 
ABC 7.5-2M 
ABC 10-0.75M 
ABC 15-1M 


ABC 18-0.5M 


CURRENT MODE"* 
(External Sensing) 


max. 
mvV* 
mV* 


1 mA to 100% Ig 


| ie 


=0.1% at rated sample** 
ee, 


<0.5% at rated sample** 


<0.05% or 3 


STABILITY (8 HR.) 
TEMP. COEFFICIENT 
RIPPLE, rms 


0.05"5 pe 


“0.25 mV 


“whichever is greater 
**Rated sample is 1V DC across external current sampling res. 


INPUT: 105-125V AC or 210-250V AC (selected), 50-440 cps, 
single phase 

TEMPERATURE, AMBIENT OPERATING: —20°C to +50°C. 
TEMPERATURE, STORAGE: —40°C to +85°C. 

COOLING: Convection. 

ISOLATION VOLTAGE: 500 volts to chassis. 

CONTROL RESOLUTION: 0.05°/o, 10-turn voltage control. 
PROGRAMMING: 1 mA control current, by resistance at 1000 


ohms per volt. May be controlled operationally as an amplifier 

using voltage or current signals; common negative. 

VOLTAGE RECOVERY: (for step load current): <50 micro- 
seconds, 

CURRENT LIMITING: Single turn panel adjustment sets limit 

from 25% to 150% of rated full current. 


REMOTE ERROR SENSING: Compensates up to 0.5V drop 
per output lead. 


All terms used in the speécilications are 
defined in the Kepco Glossary on Page 33. 


KEPCO, INC. * 131-38 SANFORD AVENUE * FLUSHING, N.Y. 11352 


Data subject to change without notice 
PATENT NOTICE: Applicable Patent Nos 


will be supplied on request. Telex: 1 


mvV* : 
C 


<0.1%, or 1 mA* 


<0.1% per C at rated sample** 


<0,.1% of Ip max. 
istor, with external current control. 


OVERSHOOT: (Turn-on/off): None above 25%/s voltage set- 
ting. Negligible below 25°/o when preloaded to 10%. minimum. 
SERIES/PARALLEL: Series operation to rated isolation; also 
master/slave capability. Current limiting design permits self-de- 
termined parallel load sharing. 

METERS: The suffix ‘“‘M’' designates a single dual scale volt- 
ammeter, 24", 2%, with selector switch. Delete suffix for un- 
metered unit. 

TERMINALS: Binding posts on front panel, plus, minus and 
ground. Multi-terminal barrier strip at rear contains output, 
sensing and contro] terminals. 

DIMENSIONS: 4%"H x 8%" W x 9%"D for Models ABC 7.5-2M, 
ABC 15-1M, ABC 40-0.5M and ABC 100-0.2M; 4%"H x 8" W 
x 5%"D for Models ABC 2-1M, ABC 10-0.75M, ABC 18-0.5M 
and ABC 30-0.3M. 

FINISH: Panel: etched aluminum; Case: gray hammertone. 
MOUNTING: Bench style. Rack mounting adapter for single 
or dual mounting available. See Accessory pages. 
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ALABAMA (Huntsville) 

LEE ASSOCIATES, INC 

P. 0, Box 1506, Huntsville, Ala. 35807 
(205) 539-0761 


ARIZONA (Phoenix) 

V. T. RUPP COMPANY 

5516 No. 22nd Drive, Phoenix, Ariz. 85015 
(602) 266-4233 

in San Diego Call: (714) 298.9835 


CALIFORNIA 

Vv. T. RUPP COMPANY 
Los Altos 

1182 Los Altos Avenue, Los Altos, Cal 94022 
(415) 948-1483 
Los Angeles 
307 Parkman Avenue, Los Angeles, Cal. 90026 
(213) 387-8224 — TWX. 213-380-8840 


KEPCO, INC. 
131-38 Sanford Ave., Flushing, NY. 11352 
(212) 461-7000 — TWX: 710-582-2631 


CONNECTICUT 

RAY PERRON & CO., INC. 

Farmington 

10 Briarwood Road, Farmington, Conn. 06032 
(203) 673-4825 

Trumbull 

36 Louis Street, Trumbull, Conn. 06611 

(203) 268-9631 


FLORIDA (Oriando) 

LEE ASSOCIATES. INC 

200 East Marks St. Orlando, Fia 32803 
(305) 241-4445 — TWX; 810-850-0105 


ILLINOIS (Chicago) 

MIDWEST ELECTRONIC SALES 

5707 W Division St., Chicago, Illinois 60651 
(312) 626-0030 — TWX: 910-221-5247 


INDIANA (Indianapolis) 

MIDWEST ELECTRONIC SALES 
5462 East 40th St., Indianapolis, Ind. 46226 
(317) 547-3259 


IOWA (Cedar Rapids) 

MIDWEST ELECTRONIC SALES 

2042 Franklin Ave., N.€., Cedar Rapids, lowa 52402 
(319) 362-4410 


KANSAS (Kansas City) 

NORMAN W. KATHRINUS & COMPANY 
2336 So Boeke St., Kansas City, Kan. 66103 
(913) 236-4108 


MARYLAND (Rockville) 

LEE ASSOCIATES, INC. 

12250 Wilkins Avenue, Rockville, Md. 20852 
(301) 949-4800 -— TWX: 710-828-9690 


MASSACHUSETTS (Boston) 

RAY PERRON & CO., INC 

1870 Centre Street. Boston, Mass. 02132 
(617) 323-1008 — TWX: 710-394-1318 


MICHIGAN (Royal Oak) 

@ THE SATULLO COMPANY 
4514 No. Woodward Ave., Royal Oak, Mich. 48072 
(313) 549-3910 


MINNESOTA (Minneapolis) 

E. C. ELECTRONIC SALES 

10108 Abbott Ave., So., Minneapolis, Minn. 55431 
(612) 888-4626 — TWX: 910-576-3478 


MISSOURI (St. Louis) 

NORMAN W. KATHRINUS & COMPANY 
2427 Brentwood Blvd., St. Louis, Mo. 63144 
(314) 962-5627 


NEW HAMPSHIRE (Manchester) 
RAY PERRON & CO,, INC 

19 Caron Road, RFD =2 

Manchester, New Hampshire 03102 
(603) 472-3030 — TWX: 710-364-1112 


SALES REPRESENTATIVES 


NEW JERSEY (Nutley) 

EASTERN INSTRUMENTATION, INC 
518 Franklin Avenue, Nuttey, N. J. 07110 
(201) 661-2000 


NEW MEXICO (Albuquerque) 

® CHARLIE SCHMIDT SALES 
9611 Acoma Road S. E., Albuquerque, N.M. 87112 
(505) 298-2415 


NEW YORK (Metropolitan Area) 

& EASTERN INSTRUMENTATION, INC 
350 Northern Blvd., Great Neck, N Y, 11021 
(516) 466-9505 


NEW YORK (Upstate) 

@) NAco ELECTRONICS CORP. 
Buftalo 
1360 Niagara Falls Blvd., Tonawanda, N. Y 14151 
(716) 836-5108 
Liverpool 
119 Luther Avenue, Liverpool, N.Y. 13088 
(315) 474-7481 — TWX: 710-541-0439 
Poughkeepsie 
14 Lori Street, Poughkeepsie, N.Y. 12603 
(914) 462-2730 
Rochester 
74 Park Avenue, Rochester, NY. 14450 
(716) 244-4720 
Utica 
2631 Edgewood Road, Utica, N.Y. 13501 
(315) 732-1801 


NORTH CAROLINA (Winston-Salem) 
LEE ASSOCIATES, INC 


P. 0. Box 906, Winston-Salem, N.C. 27101 
(919) 724-2406 


OHIO 

THE SATULLO COMPANY 
Cleveland 

16801 Euclid Avenue, Cleveland, 0. 44112 
(216) 186-2800 

In Pittsburgh Call: (412) 931-5200 
Dayton 

Far Oaks Building 

2801 Far Hills Ave., Dayton, Ohio 45419 
(513) 293-7061 


PENNSYLVANIA (Philadelphia) 

@® EASTERN INSTRUMENTATION, INC. 
613 Cheltenham Ave., Philadelphia, Pa. 19126 
(215) 927-6269 


TEXAS 

AIREP ELECTRONICS, INC 
Dallas 

6300 No. Central Expressway 

Dallas, Texas 75206 

(214) 363-5291 

For Tulsa, Oklahoma City Call; EN 1795 


Houston 
P. 0. Box 36211, Houston, Texas 77036 
(716) 774-2260 


San Antonio 
6936 San Pedro, Suite 201, San Antonio, Texas 78216 
(512) 828-1488 


WASHINGTON (Seattle) 

HARRY LEVINSON COMPANY 

1211 East Oenny Way, Seattle, Wash. 98122 
(206) 323-5100 — TWX: 910-444-2154 
WISCONSIN (Waukesha) 

MIDWEST ELECTRONICS SALES 
1317 Garfield Ave., Waukesha, Wisc. 53186 
(414) 542-5129 


IN CANADA 


ATLAS INSTRUMENT CORPORATION 
Division of Atlas Electronics Limited 
ALBERTA (Edmonton) 

10204 88th St., Edmonton, Alberta 

(403) 424-9065 


QUEBEC (Montreal) 

3333 Cavendish Blvd., Montreal, Quebec 

(514) 489-8495 — Telex 01-2141 
EB) ONTARIO (Ottawa) 

3422 Elgin Street, Ottawa, Ontario 

(613) 233-9471 

ONTARIO (Toronto) 


50 Wingold Avenue, Toronto 19, Canada 
(416) 781-6174 — Telex 02-2319 


OVERSEAS OFFICES 
ARGENTINA 


ADA, S.RLL o 

Montevideo 48, Buenos Aires, Argentina 

Tel.: 49-0552/49-3813 — Cable: ADASA BAIRES 
AUSTRALIA 


AURIEMA (AUSTRALASIA) PTY., LTD. 
443 Kent Street. Sydney NS.W, Australia 
Tel. 29-1275 29-1276 — Cable: AURIEMASYD 


BELGIUM, LUXEMBOURG, & 
THE NETHERLANDS 
AD. AURIEMA — EUROPE, S.A 
172a Rue Brogniez, Brussels 7, Belgium 
Tel.: 22-28-35 — Telex: 846-221646 
Cable: ADAUR| BRUSSELS 


FRANCE 
AD. AURIEMA — FRANCE, S.A.A.L 
35, Rue Pergolese, Paris 16°, France 
Tel.: 704-73-60/553-17-59 — Telex: 842.62126 
Cable; ADAURIE PARIS 
GERMANY, AUSTRIA & SWITZERLAND 
AD. AURIEMA, GmbH 
Uhdestrasse 33, 7100 Heilbronn-Sontheim, W. Germany 
Tel.: (07131) 8 23 24 — Telex: 841-728639 
Cable: AURIEMA HEILBRONN 
GREAT BRITAIN 
AURIEMA, LTD 
Impectron House, 23-31 King St., London W3, England 
Tel.: 01-992-5388 — Telex: 851-25864 
Cable: AURIEMA LONDON, W3 
ITALY 
AURIEMA-ITALIA, S.R.L 


Via Ferdinando di Savoia 2, Milan, Italy 
Tel.: 65 31.06 — Telex: 843-32430 
Cable: AURIEMA MILANO 


JAPAN 


MIDORIYA ELECTRIC CO., LTD 
3,2-Chome Kyobashi, Chuo-Ku, Tokyo, Japan 
Tel.: 561-9256, Telex. 78!-TK-4531 


FOR OTHER FOREIGN COUNTRIES CONTACT: 
AD. AURIEMA, INC 
85 Broad Street, New York, N.Y, 10004, U.S.A. 
Tel.; (212) 269-7750 — Telex; RCA N.Y. 222791 
TWX: 710-581-3864 —Cable: AURIEMA NEWYORK 
LITHE 
INUS 


